DART AEROSPACE LTD Work Order:| = sid 
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Description: Spacer D212-725-1-101 
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Inspection Dwg: D4345 Rev: A eae Page 1 of 1 


INSPECTION SHEET 
Ss Tolerance TOR Method of Comments 
Dimension Dimension Inspection 
0.313 +0.006/-0.001 
0.161 +0.005/-0.001 
0.375 +/-0.010 


Measured by: Checked p QC Inspector: 
Date: sol Date: 


Engineering Approval: 7 
(If necessary) Date: 
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| Rev | Date | Change Revised, Approved 
16.03.18 | New Issue KJ 


H:\FORMS\Quality Assurance\approved QA\Inspection Sheet revB 


